= hE 


Se iy Mins 


40003 10 6000%# Useful load, depending on Gross Weight and Equipment desired. 
280 mph Optimum Cruise Speed 
"4B" Transport Category Certification, 
2000 miles Optimum Cruse 
RILEY INTERNATIONAL CORP, 
P. 0. Box 8576, F, Lauderdale, Fiovide 
Phone (305) 564 6443 
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